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FOREWORD 

This Indian Standard ( Part 1 ) was adopted by the Bureau of Indian Standards 
on 22 April 1990, after the draft finalized by the Inland and Harbour Crafts Sectionl Committee 
had been approved by the Transport Engineering Division Council. 

This standard lays down the requirements for fairleads and is being issued in the following two 
parts: 

Part 1 Two-lip fairleads 
Part 2 Roller fairleads 

While preparing this standard, assistance has been derived from ISO 4127/1 ^Shipbuilding — 
Inland Navigation — Fairleads — Part 1: Two-lip Fairleads', issued by the International 
Organization for Standardization ( ISO ). 
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INLAND VESSELS — FAIRLEADS— 
SPECIFICATION 

PART 1 TWO-LfP FAIRLEADS 



1 SCOPE 

1.1 This standard (Part 1) lays down the 
requirements for two-lip fairleads for inland 
vessels. 

2 DIMENSIONS 

2.1 The dimensions of two-lip fairleads shall be 
as given in Table 1. 

3 MATERIAL 

3.1 Fairleads shall be fabricated from weldable 
cast steel having a yield point of not less 
than 220 N/mm'^ ( ;=:22 kgf/mm- ). 

4 GENERAL REQjUIREMENTS 

4.1 The fairleads shall withstand, without 
damage and plastic deformation, the breaking 



load of a steel wire rope as indicated in 
Table 1. 

4.2 The castings shall be cleaned by sand- 
blasting and shall be suitably annealed. 

4.3 The surfaces coming in contact with the 
rope shall be finished smooth. 

5 PACKING 

5.1 The fairleads shall be suitably packed in 
accordance with the best prevalent trade 
practices. 

6 MARKING 

6.1 The fairleads shall be suitably marked with 
the nominal size and indication of the source 
of manufacture. 
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Table 1 Dimension of Two-Lip Fairleads 

( Clauses 2A andAA) 
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MARKING 



All dimensions in millimetres. 
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Rope 
Breaking 
Strength 


Steel Wire 

Rope 
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Standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of Indian Standards 
Act, 1986 and the Rules and Regulations made thereunder. The Standard Mark on products 
covered by an Indian Standard conveys the assurance that they have been produced to comply with 
the requirements of that standard under a well defined system of inspection, testing and quality 
control which is devised and supervised by BIS and operated by the producer. Standard marked 
products are also continuously checked by BIS for conformity to that standard as a further safe- 
guard. Details of conditions under which a licence for the use of the Standard Mark may be granted 
to manufacturers or producers may be obtained from the Bureau of Indian Standards. 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Inatan Standards AcU 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification 
of goods and attending to connected matters in the country. 

Copyright ^ 

BIS has the copyright of all its publications. No part of these publications may be reproduced in 
any form without the prior permission in writing of BIS. This does not preclude the free use, in 
the course of implementing the standard, of necessary details, such as symbols and sizes, type or 
grade designations. Enquiries relating to copyright be addressed to the Director ( Publications ), 
BIS. 

Revision of Indian Standards 

Indian Standards are reviewed periodically and revised, when necessary and amendments, if any, 
are issued from time to time. Users of Indian Standards should ascertain that they are in 
possession of the latest amendments or edition. Comments on this Indian Standard may be sent 
to BIS giving the following reference: 

Doc: No. TED 18(811) 



Amendments Issued Since Publication 

Amend No. Date of Issue Text Affected 



BUREAU OF INDIAN STANDARDS 



Headquarteri: 



Manak Bhavan, 9 Bahadur Shah Zafar Marg, New Delhi 110002 

Telephones : 331 01 31, 331 13 75 Telegrams : Manaksanstha 

( Common to all Offices ) 

Regional Offices: 

Central : Manak Bhavan, 9 Bahadur Shah Zafar Marg fSSl 01 31 

NEW DELHI 110002 1331 13 75 

Eastern : 1/14 C.I.T. Scheme VII M, V.I.P. Road, Maniktola 37 86 62 

CALCUTTA 700054 

Northern : SCO 445-446, Sector 35-C, CHANDIGARH 160036 2 18 43 

Southern : C.I.T. Campus, IV Cross Road, MADRAS 600113 41 29 16 

Western : Manakalaya, E9 MIDC, Marol, Andheri (East) 6 32 92 95 

BOMBAY 400093 

Branches : AHMADABAD. BANGALORE. BHOPAL. BHUBANESHWAR. 
COIMBATORE. FARIDABAD. GHAZIABAD. GUWAHATL 
HYDERABAD. JAIPUR. KANPUR. PATNA. THIRUVANANTHAPURAM. 



Printed at Arcee Press, New Delhi, India 



